Ontario 


Using  OWNERS  to  Report  Under  O.Reg.  452/09 

according  to  tine 
December  2010  Guideline  for  GHG  Emissions  Reporting 

May  31,  2011 


Welcome  to  MOE's  O.  Reg.  452/09 
OWNERS  Information  Session! 


General  Information 

•  Webex  Teleconference  Line: 

1-866-633-0848  Passcode:  8030954# 
Your  line  will  be  muted  for  you  during  the  presentations  and  unmuted 
during  the  question  period 

•  Questions 

•  A  question  period  will  follow  each  agenda  item  (approx.  5  mins) 

•  Questions  are  welcome  either  via  teleconference  or  Webex 

-  Questions  can  be  submitted  through  Webex  at  any  time  using  the  chat 
function,  but  may  not  be  addressed  until  the  question  period 

•  Screen  Shots 

•  Please  note  that  some  screens  in  this  presentation  may  not  be  exactly  as 
shown  in  OWNERS  as  they  were  modified  to  fit  the  presentation 
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Ontario 


For  more  information.... 


Ontario  Ministry  of  the  Environment 

MOE's  Cap  &  Trade 
webpage 

www.ontario.ca/capandtrade 

MOE  GHG  Emissions 
Reporting  Helpdesk 

GHGReportinq@ontario.ca 

Environment  Canada 

Secure  Services 

https://ec.ss.ec.qc.ca/ 

Secure  Services  Help  Desk 

SS  Adniin(2)ec.ac.ca 
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Getting  Started:  Registering  Companies  and 
Facilities  in  Secure  Services 
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Access  Key 


New  Government  of  Canada 
secure  login  called  "Access 
Key"  replaced  "epass"  as  of 
January  1,  2011 

If  you  have  an  existing  epass, 
using  your  epass  User  ID  and 
Password  will  allow  you  to 
upgrade  to  Access  Key.  This 
will  ensure  access  to  your 
facilities  in  OWNERS 

If  you  have  forgotten  your  epass 
User  ID  or  Password,  you  will 
need  to  register  for  a  new 
Access  Key 


To  register  or  login  visit: 
6  https://ec.ss.ec.gc.ca 


Log  In 


Please  note,  if  you  have  an  existing  epass,  enter  your 
epass  User  ID  and  Password  below  to  upgrade  to  a  new 
Government  of  Canada  Access  Key. 


If  you  already  have  an  Access  Key,  please  enter  your 
Access  Key  User  ID  and  Password  to  log  in. 

Your  Password  contains  one  upper  case  letter,  one 
lower  case  letter  and  one  digit. 

All  fields  marked  with  an  asterisk  (*)  are  required  fields. 

Once  you  have  completed  your  business  with  the 
Government  of  Canada,  you  must  logout  by  clicking  on 
the  logout  button  or  on  the  logout  link  and  close  your 
browser  before  leaving  this  computer  unattended.  This 
will  prevent  unauthorized  access  to  your  personal 
information  by  others. 


User  ID: 


Password: 


Log  In  I  Clear  ■  Cancel 


https://ec.ss.ec.gc.ca 


1^1  Envinonnement  Enirinonmint 
1.1    Canada  Canada 


Canad's[ 


urises   Secure  Services  ^"^"^^^ 

ec.ss.ec.gc.ca 
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Bienvenue  aux  Services 
Securises  d'Environnement 
Canada! 


Welcome  to  Environment  Canada 
Secure  Services! 


Inscription 


Date  de  modification 
Avis  importants 


2010-12-08 


Date  Modified:  2010-12-OS 
Important  Notices 


Resource  Centre 


About  Access  Key 

Definitions 

Frequently  Asl<ed 
Questions  (FAQs) 

Notifications 


Proactive  Disclosure 


Register  for  an  Access  Key 


Registering  for  an  Access  Key  requires  tinat  you: 

•  Create  a  User  ID; 

•  Create  and  choose  Recovery  Questions,  Answers  and  Hints;  and 

•  Create  and  confirm  a  Password. 

Please  keep  your  User  ID,  Recovery  Questions,  Answers  and  Hints  and  Password  secure. 
For  more  information  on  how  your  privacy  is  protected,  please  refer  to  our  Personal 
Information  Collection  Statement. 


Your  User  ID  must  contain  between  eight  and  sixteen  characters,  no  special  characters 
(for  example:  %,  ^,  @)  and  may  contain  up  to  seven  digits, 
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All  fields  marked  with  an  asterisk  (*)  are  required  fields. 


*  Create  Your  User  ID: 


Recovery  questions,  answers  and  hints  are  used  to  help  you  if 
you  forget  your  Password,  Please  complete  all  the  questions 
below  to  continue  the  registration  process. 


*  Create  Your  Password: 


*  Confirm  Your  Password: 


User  ID  Checklist: 

8-16  characters 
No  special  character 

(3) 

No  more  than  7  digits 


Password  Cliecklist: 

•  8-16  characters 

•  Upper  case  letter(s) 

•  Lower  case  letter(s) 

•  Digit(s) 

•  Passwords  match 


Please  click  Submit  to  proceed  or  click  Cancel  to  end  this  process. 


1  

Submit 

Clear 

Cancel 

1 

1^1 


Environ  nemeTit  Envfron  merit 
Canada  Canada 


J"*-— S  ervic  es 

Bienvenue  aux  Services 
Securises  d'Environnement 
Canada! 


Date  de  modification 
Avis  importants 


2010-12-08 


Canad'sE 


s  -  Secure  Services 

s.ec.gc.ca 


Welcome  to  Environment  Canada 
Secure  Services! 


Date  Modified:  2010-12-08 
Important  Notices 


Ouvrir  une  session 


Log  In 


Veuillez  noter  que  si  vous  possedez  un  epass  esistant, 
vous  devez  entrer  votre  ID  utilisateur  et  votre  mot  de 
passe  epass  ci-dessous  pour  effectuer  la  mise  a  niveau 
vers  une  nouvelle  cle  d'acces  du  gouvernement  du 
Canada. 

Si  vous  possedez  deja  une  cle  d'acces,  veuillez  entrer 
I'lD  utilisateur  et  le  mot  de  passe  qui  y  sont  associes 
afin  d'ouvrir  une  session. 

Votre  mot  de  passe  contient  une  lettre  majuscule,  une 
lettre  minuscule  et  un  chiffre. 

Tous  les  champs  marques  d'un  asterisque  (*)  sont 
obligatoires. 

Lorsque  vous  avez  complete  vos  transactions  avec  le 
gouvernement  du  Canada,  vous  devez  fermer  votre 
session,  en  cliquant  sur  le  bouton  Fermer  la  session  ou 
Fermeture  de  session,  et  votre  navigateur  avant  de 
laisser  cet  ordinateur  sans  surveillance.  Vous 
previendrez  ainsi  I'acces  non  autorise  d'autres 
personnes  a  vos  renseignements  personnels. 


ID  Utilisateur : 


Please  note,  if  you  have  an  existing  epass,  enter  your 
epass  User  ID  and  Password  below  to  upgrade  to  a  new 
Government  of  Canada  Access  Key. 

If  you  already  have  an  Access  Key,  please  enter  your 
Access  Key  User  ID  and  Password  to  log  in. 

Your  Password  contains  one  upper  case  letter,  one 
lower  case  letter  and  one  digit, 

All  fields  marked  with  an  asterisk  (*)  are  required  fields. 

Once  you  have  completed  your  business  with  the 
Government  of  Canada,  you  must  logout  by  clicking  on 
the  logout  button  or  on  the  logout  link  and  close  your 
browser  before  leaving  this  computer  unattended.  This 
will  prevent  unauthorized  access  to  your  personal 
information  by  others. 


Mot  de  passe 
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Ouvrir  une  session 


Effacer  I  Annuler 


Login    I  Clear  ■  Cancel 


Environment 


Environ  ncrasnt 


Canada 


Contact  lis. 


ent  Canada 

ec.gc.ca 
Help 


Search 


Home 


My  Profile 


Secure  Services 


Recover  Account 

Guidance 

Logout 


We  have  found  that  you  are  not  registered  under  Secure  Services.  Please  follow  the 
steps  below  in  the  order  that  they  are  presented  to  gain  access  to  Secure  Services  and 
to  allow  you  to  submit  information  under  a  number  of  different  reporting  programs. 

New  to  Secure  Services? 


1.  Create  your  profile  (click  on  the  My  Profile  button  on  the  left  menu  bar); 

2.  Search  for  your  organization  (click  on  the  request  access  button  on  the  left 
menu  bar); 

3.  If  your  organization  is  not  found,  create  it  by  clicking  on  Add  a  New 
Organization; 

4.  Create  the  facilities,  contacts  and  parent  organizations  for  your  organization  (click 
on  the  relevant  buttons  on  the  left  menu  bar); 

5.  If  this  is  a  new  organization,  use  the  Request  Access  feature  to  gain  access  to 
reporting  programs. 


Secure  Services  also  provides  a  feature  where  you  can  authorize  other  users  within 
your  organization  to  gain  access  to  your  organization's  information  and  play  a  role  in  the 
reporting  process  (as  long  as  you  have  the  appropriate  permission  to  do  so).  To  use  this 
feature,  click  on  the  Grant  Access  button  on  the  left  menu  bar.  You  can  then  generate 
an  EC  Key  which  will  grant  another  user  access  to  your  organizations  information. 


Returning  User  with  New  Access  Key  User  ID? 


If  you  already  have  a  Secure  Services  account  but  need  to  recover  it  with  your  new 
Access  Key,  select  the  Recover  Account  button  on  the  left  menu  bar. 


My  Profile 


Secure  Services 


My  Profile 

This  page  allows  you  to  enter  and  edit  your  information  as  a  user  of  the  system  (i.e. 
create  a  user  profile).  By  completing  this  screen,  your  information  will  also  be  added  as 
a  contact  for  your  organization(s). 

Please  enter  your  information  in  the  fields  below  and  then,  click  Save. 

After  you  have  saved  your  information,  click  on  Request  Access  in  the  left  menu  bar. 


Given  Nsime 

Initials 

Family  Name 

Tom 

Test 

Telephone 

Ext. 

Fax 

5SS-SSS-SS5S 

Email  

tomtest@ghg.ca 


Language  of  Correspondence 

English  y 


Mailing  Address 
Delivery  Mode   PQ  Box  or  Rural  Route  Number 

L^al  I 


Save 
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Recover  Account 

Guidance 

Logout 
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Canada  Canada 


CanadS 
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Home 
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Help 

Search 

canada.gc.ca 

Home 

My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
I  New  Organization  | 
Guidance 
Logout 


Secure  Services 

i 


Welcom 
common-pr 


Tom  Test 
tat 


"est  tfc  Environment  Canada  Secure  Services.  Secure  Services  provides  a 
LU  fdiili 


ilitate  reporting  of  administrative  information  to  multiple  programs. 


New  to  Secure  Services? 

1.  Create  your  profile  (click  on  the  My  Profile  button  on  the  left  menu  bar); 

2.  Search  for  your  organization  (click  on  the  Request  Access  button  on  the  left 
menu  bar  and  select  your  pnmary  reporting  program); 

3.  If  your  organization  is  not  found,  create  it  by  click  on  New  Organization; 

4.  Create  the  facilities,  contacts  and  parent  organizations  for  your  organization  (click 
on  the  relevant  buttons  on  the  left  menu  bar); 

5.  If  this  is  a  new  organization,  use  the  Request  Access  feature  to  gain  access  to 
reporting  programs. 


Secure  Services  also  provides  a  feature  where  you  can  authorize  other  users  within 
your  organization  to  gain  access  to  your  organization's  information  and  play  a  role  in  the 
reporting  process  (as  long  as  you  have  the  appropriate  permission  to  do  so),  To  use  this 
feature,  click  on  the  Grant  Access  button  on  the  left  menu  bar,  You  can  then  generate 
an  EC  Key  which  will  grant  another  user  access  to  your  organizations  information. 


My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
New  Organization 
Guidonce 
Logout 


Secure  Services 

New  Organization 

This  page  allows  you  to  accomplish  two  tasks: 

1.  Search  the  existing  Organization  database  to  find  your  organization  by  entehng 
your  information  in  the  Business  Legal  English  Name  field  and  the  Business 
Number  field  and  clicking  Save.  This  step  is  important  to  avoid  duplication  and 
minimize  reporting  burden. 

Once  you  have  selected  your  organization,  you  will  be  sent  to  the  Request 
Access  page. 

2.  If  you  are  unable  to  find  your  organization,  you  may  create  your  organization  by 
completing  this  screen. 


Business  Legal  English  Name     Business  Legal  French  Name 


Test  ONGHG 


English  Trade  Name        French  Trade  Name 


Business  Number 


DUNS  Number 


Web  Site 


1234S6789 


Mailing  Address 
Delivery  Mode 


Physical  Address  | 

PO  Box  or  Rural  Route  Number 


Save 


My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
New  Organization 
Guidance 
Lf>gout 


Secure  Services 

New  Organization 

This  page  allows  you  to  accomplish  two  tasks: 

1.  Search  the  existing  Organization  database  to  find  your  organization  by  entering 
your  information  in  the  Business  Legal  English  Name  field  and  the  Business 
Number  field  and  clicking  Save.  This  step  is  important  to  avoid  duplication  and 
minimize  reporting  burden. 

Once  you  have  selected  your  organization,  you  will  be  sent  to  the  Request 
Access  page. 

2.  If  you  are  unable  to  find  your  organization,  you  may  create  your  organization  by 
completing  this  screen. 


Do  you  mean  one  of  the  fofTowrng? 


Organization  Name 

City 

Identifiers 

Postal 
Code  /  Zip 
Code 

Number  of 
Facilities 

ECGHG  Testina 

1234S6789 

1 

Alphabet  Company 

Ottawa 

1234S6789 

K2E  SB6 

5 

ONGHG  Testina  2Q10 

Toronto 

1234S6789 

MSW  1E6 

9 

Ontario  TRA  Test  Org  Toronto  123456789  M8X  2JS  4 
If  yes,  please  click  on  corresponding  organization. 

If  no,  please  select  "None  of  the  Above",  and  then  click  on  the  "Save"  button. 


0  None  of  the  Above 


Save 


Envinonmcnt  Envinonncmont 
Canada  Canada 


Home  >  Organizations 
My  Services 
My  Profile  


Secure  Services 


Request  Access 


Redeem  EC  Key 
Organizations 
Guidance 
Logout 


[       Add  a  New  Organization  ] 


Canada 


Orgsnizstian 

Business  Number 

Number  of  Facilities 

Test  ONGHG 

1234S6789 

0 

My  Services 
My  Profile 


Request  Access 
Redeem  EC  Key 


Organizations 

Guidance 

Logout 


Secure  Services 

Request  Access 

After  you  have  created  a  profile,  you  need  to  Request  Access  to  an  Organization  and  its 
Facilities  in  order  to  be  able  to  report  on  these  entities.  If  you  have  created  the 
Organization,  you  are  still  required  to  Request  Access  to  the  reporting  Programs. 

There  are  two  ways  to  request  access: 

1,  First  you  should  request  an  EC  key  from  your  Organization's  Administrator,  You  will 
need  to  communicate  directly  with  this  person  to  obtain  your  key, 

2.  If  you  are  unable  to  obtain  an  EC  key  from  your  Organization's  Administrator, 
please  complete  the  steps  below  to  obtain  access  from  Environment  Canada 
directly. 

To  Request  Access: 

1,  Select  the  Program  you  will  be  reporting  to.  Please  note  you  can  only  select  one 
Program  at  a  time, 

2,  Select  your  Role  within  the  Organization, 

3,  Search  for  your  Organization,  and  select  it  from  the  search  results. 

Select  Program: 


ON  Greenhouse  Gas 


Greenhouse  Gas  Reporting  for  the  province  of 
Ontario 


If  you're  responsible  for 
entering  GHG  data  on  behalf 
of  a  facility  you  will  need  to 
request  access  to  the  ON 
Greenhouse  Gas  Program 

Individuals  seeking  Org  Admin 
access  will  need  to  submit  a 
request  to  the  MOE  through 
OWNERS  to  set  this  access 
up 

Within  3  business  days,  you 
will  be  emailed  an  access  key 
which  you  can  redeem  in 
Secure  Services  by  selecting 
Redeem  EC  Key 


Individuals  seeking  Facility  Admin  access 
will  need  to  ask  their  Org  Admin  directly  to 
set  this  access  up 

Individuals  seeking  Facility  Data  Entry 
access  (or  any  of  the  other  remaining 
roles)  will  need  to  ask  their  Facility  Admin 
or  Org  Admin  directly  to  set  this  access  up 

You  are  responsible  for  obtaining  your 
organization's  permission  for  the 
1  y       appropriate  level  access 


Program  Name:  Greenhouse  Gas  Reporting  Program 


Select  Role: 


GHG  Organization 
Administrator 


GHG  Facility 
Administrator 


GHG  Facility  Data  Entry 


GHG  Signing  Authority 
GHG  Read  Only 


Manage  all  organization  information  and  may  grant  access  to 
other  users 

Manage  organization  and  selected  facilities  information  and 
may  grant  access  to  other  users 

Manage  organization  and  selected  facilities  information 
(cannot  grant  access) 

View  only  access  to  organization  and  selected  facilities 
information 

View  only  access  to  organization  and  selected  facilities 
information 


My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
Organizations 
Guidance 
Logout 


Secure  Services 


Welcome  Tom  Test  to  Environment  Canada  Secure  Services,  Secure  Services  provides  a 
common  portal  to  facilitate  reporting  of  administrative  information  to  multiple  programs, 

This  service  allows  you  to  manage  information  and  user  access  for  your  organizations, 
facilities  and  contacts.  Where  possible,  we  have  earned  forward  information  from 
previous  reporting  years  and  past  collection  systems.  It  is  important  that  you  review 
this  information  for  accuracy  pnor  to  launching  one  of  the  services  below  as  this 
information  will  be  submitted  along  with  your  report. 


For  help  using  Secure  Services,  please  refer  to  Guidance. 


If  your  organization  has  previously  reported  to  any  of  the  programs  listed  below,  you 
can  gain  access  to  your  existing  administrative  information  by  requesting  access  or 
redeeming  an  EC  key.  Please  click  on  the  approphate  left  menu  item  to  continue. 


Once  you  have  created  an  organization  or  been  granted  access  to  an  organization, 
verify  that  the  administrative  information  is  complete  and  accurate,  and  proceed  by 
launching  one  of  the  services  listed  below  to  complete  your  reporting. 


Services 


Note:  Prior  to  launching  one  of  the  services  listed  below,  verify  and  update  your 
organization,  facility  and  contact  information  we  have  on  file  in  EC  Secure  Services  by 
clicking  on  the  appropriate  items  on  the  left  menu. 


OWNERSi 


OWNERS  is  an  on-line  reporting  mechanism  used 
by  Environment  Canada,  provincial  and  municipal 
governments  and  private  sector  organizations  to 
collect  environmental  data  from  industry. 
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Environment  C; 

e***3B^  www.ec.qc.ca 


Home 


Contact  Us 


Frangais 


Home  >  Organizations  >  Details 

My  Services         Secure  Sefvlces 

My  Profile 
Request  Access 
Redeem  EC  Key 


Help 


Search 


canada.gc.ca 


Organizations 

Details  — 

Contacts 

Parent 

Organizations 
Grant  Access 
Facilities 


Organization:  ONGHG  Testing  2010 


Business  Legal  English  Name     Business  Legal  French  Name 


ONGHG  Testing  2010 


English  Trade  Name        French  Trade  Name 


Business  Number 


DUNS  Number 


Web  Site 


123456789 


Guidance 
Logout 


Mailing  Address 
Delivery  Mode 


Physical  Address 


PO  Box  or  Rural  Route  Number 


19 


Home  >  Organizations  >  Contacts 


My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
Organizations 
Details 


Secure  Services 


Contacts 


Parent 

Organizations 
Grant  Access 
Facilities 

Guidance 

Logout 


Organization:  ONGHG  Testing  2010 


Contacts 

This  page  allows  you  to  enter  and  edit  information  regarding  contacts  and 
representatives  within  a  reporting  organization,  This  list  of  contacts  will  be  used  later  in 
the  reporting  process  to  allow  reporting  of  contact  information  that  is  required  under  a 
specific  program  or  programs.  For  details  on  the  specific  contact  types  that  are  required 
to  be  reported  under  a  particular  reporting  program,  please  refer  to  Guidance  for 
additional  support. 

If  there  are  additional  contacts  for  this  organization,  click  on  the  Add  a  New  Contact 
button  to  create  them.  If  the  contact  already  has  a  Secure  Services  account  with 
Environment  Canada,  please  use  the  Authorization  feature  to  create  an  EC  Key  for 
them. 


Name 

Email 

Telephone 

Tom  Test 

tom!.test@ghg,ca 

415-SSS-6666 

Add  a  New  Contact 
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ment  Canada 

w.ec.gc.ca 

■  -V-  1_  ^ 

Help 


Search 


Home  >  OrQanization5>  Facilities 


My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
OrgsnizBtions 

Details 

Contacts 

Parent 

Organizations 
Grant  Access 


Facilities 


Guidance 
Logout 


Secure  Services 


Organization:  ONGHG  Testing  2010 


Facilities 

This  page  provides  a  list  of  the  facilities  you  have  access  to  through  this  Organization, 
For  the  definition  of  what  is  considered  a  facility  and  information  on  which  facilities  are 
required  to  report  to  specific  program(s),  please  refer  to  Guidance  for  additional 
support, 

You  can  review  and  edit  the  information  related  to  a  facility  by  selecting  a  facility  from 
the  list  below  or  you  can  add  a  new  facility,  If  you  require  access  to  additional  facilities 
under  this  Organization,  please  contact  your  Organization  Administrator  to  obtain  an  EC 
Key. 


Facility  Name 

Status 

ONGHG  Facility  1 

Open 

ONGHG  Facility  2 

Open 

ONGHG  Facility  3 

Open 
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Parent 

Organizations 
Grant  Access 


Facilities 

Details 

Identifiers 

Stacks 

Operating 
Schedule 

Close  /  Change 
Ownership 


Guidance 
Logout 


Secure  Services 


Home  >  Organizations  >  Facilities>  Details 
My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
Organizations 

Details 

Contacts 


Organization:  ONGHG  Testing  2010 


Facility 


English  Name 


French  Name 


ONGHG  Facility  1 


If  this  is  a  portable  facility,  please  check  here     Relationship  Type 

D  ,  OV'/nea 


Mailing  Address       Physical  Address       Geographical  Address 


Delivery  Mode 


PO  Box  or  Rural  Route  Number 


Unit 


Street  Number 


Street  Name 


123 


Queen 


Street  Type        Street  Direction  City 


Street 


East 


Toronto 


Prov/Terr/ State 


Ontario 


Postal  Code  /  Zip  Code 


MSW  1E6 


Country 

Canada 


Fran^ais 


Home  >  Organizations  >  Facilities>  Details 




r.ec.gc.ca 

Help  Search 

Canada. gc.ca 

My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
Orgianizations 

Details 

Contacts 

Parent 

Organizations 
Grant  Access 
Facilities 

Details 

Identifiers 

Stacks 

Operating 
Schedule 

Close  /  Change 
Ownership 

Guidance 


Secure  Services 


Organization:  ONGHG  Testing  2010 


Facility 
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English  Name 


French  Name 


ONGHG  Facility  1 


If  this  is  a  portable  facility,  please  check  here 

□ 


Relationship  Type 

Owned 


Mailing  Address 

-  Decimal  degrees  ■ 
Latitude  (N) 


Physical  Address 


Geographical  Address 


Longitude  (W) 


12.346C 


123.4S700 


(dd.mmmmm)  (ddd.mmmmm) 


Environment  Canada 


Home 


www.ec.gc.ca 
Contact  U&  Help 


Search 


canada.gc.ca 


Home  >  Organizations  >  Facilities  >  Identifiers 


My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
Organizations 

Details 

Contacts 

Parent 

Organizations 
Grant  Access 
Facilities 
Details 


Identifiers 


Stacks 

Operating 
Schedule 

Close  /  Change 
Ownership 


Secure  Services 


Organization:  ONGHG  Testing  2010 
Facility  Name:  ONGHG  Facility  1 


NAICS  Code 


Identifiers 


Permits 


If  you  require  assistance  identifying  your  NAICS  codes,  please  refer  to  the  Statistics 
Canada  NAICS  code  search  tool  NAICS  code  search  tool. 


Secondary  NAICS  Code  (6-digit  2007  Canada) 


311330 


Add  NAICS  Code 


Primary 


311330 


Confectionery  Manufacturing  from 
Purchased  Chocolate 


Save 

Environment  Canada'^s  Secure  Services 

Please  see  below  for  contact  information  for  the  individual  reporting  programs. 
Greenhouse  Gas  Reporting 

Telephone:  819-994-0684 

British-Columbia  Environment  for  the  Reporting  Regulation  (GCENV) 
Guidance:  http://env.gov.bc.ca/cas/mitigation/ggrcta/reporting-regulation/guidance/ 
Email:  GHGRepQrting(jaiQQV.bc.ca 

Ontario  Ministry  of  the  Environment  -  GHG  Reporting  (O.  Reg.  452/09) 

www.ontario.ca/capandtrade 

Email:  GHGReporting@ontario, ca 

Secure  Services  Helpdesk 

Email:  :55  Adminffliec.gc.ca 
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My  Services 
My  Profile 
Request  Access 
Redeem  EC  Key 
Organizations 
Guidance 
Logout 


Question  Period 
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l'^  Ontario 


Reporting  in  OWNERS 


27 


l'^  Ontario 


My  Services 


Secure  Services 


My  Profile 
Request  Access 
Redeem  EC  Key 
Organizations 
Guidance 
Logout 


Welcome  Tom  Test  to  Environment  Canada  Secure  Services.  Secure  Services  provides  a 
common  portal  to  facilitate  reporting  of  administrative  information  to  multiple  programs. 

This  service  allows  you  to  manage  information  and  user  access  for  your  organizations, 
facilities  and  contacts.  Where  possible,  we  have  carried  forward  information  from 
previous  reporting  years  and  past  collection  systems.  It  is  important  that  you  review 
this  information  for  accuracy  pnor  to  launching  one  of  the  services  below  as  this 
information  will  be  submitted  along  with  your  report. 


For  help  using  Secure  Services,  please  refer  to  Guidance. 


If  your  organization  has  previously  reported  to  any  of  the  programs  listed  below,  you 
can  gain  access  to  your  existing  administrative  information  by  requesting  access  or 
redeeming  an  EC  key.  Please  click  on  the  appropriate  left  menu  item  to  continue. 


Once  you  have  created  an  organization  or  been  granted  access  to  an  organization, 
verify  that  the  administrative  information  is  complete  and  accurate,  and  proceed  by 
launching  one  of  the  services  listed  below  to  complete  your  reporting, 


Services 


Note:  Pnor  to  launching  one  of  the  services  listed  below,  verify  and  update  your 
organization,  facility  and  contact  information  we  have  on  file  in  EC  Secure  Services  by 
clicking  on  the  appropriate  items  on  the  left  menu. 


OWNERS  |s  an  on-line  reporting  mechanism  used 
by  Environment  Canada,  provincial  and  municipal 
governments  and  private  sector  organizations  to 
collect  environmental  data  from  industry. 

0  Greenhouse  Gas  reporting  to  Environment 
Canada,  Alberta  Environment,  Ontario 
Ministry  of  the  Environment,  and  British 
Columbia  Ministry  of  Environment 


28 


OWNERS 


GN-01 


Role:  None 

Period:  None 

Companv:  None 

Facihtv:  None 

Report  Tvpc:  Nane 

Substance:  None 

Select  the  type  of  reporting  that  you  would  like  to  do  today. 


check  n  single  box  to  select  the  task  you  would  like  to  accomplish. 

Then  press  "Continue". 

□  Report  to: 

-  NPRI  -  National  Pollutant  Release  Inventory 

-  NERM  -  Chemistry  Industry  Association  of  Canada  for  the  National  Emission  Reduction  Masterplan 

-  ON  MOE  Reg. 127/01  -  Ontario  Ministry  of  the  Environment  for  the  Airborne  Contaminant  Discharge 
Monitoring  and  Reporting  Regulation 

-  ON  MOE  TRA  -  Ontario  Ministry  of  the  Environment  for  the  Toxics  Reduction  Act 

-  AENV  -  Alberta  Environment  for  the  Environmental  Protection  and  Enhancement  Act 

-  NFPRER  -  National  Framework  for  Petroleum  Refinery  Emission  Reductions 

□  Report  to: 

-  GHGRP  -  Environment  Canada's  GHG  Emissions  Reporting  Program 

-  AENV  -  Alberta  Environment  for  the  Specified  Gas  Reporting  Regulation 

□  Report  to: 

-  BCENV  -  British  Columbia  Environment  for  the  Reporting  Regulation,  B,C,  Reg,  272/2009 


0  Report  to: 

-  ON  MOE  GHG  -  Ontano  Greenhouse  Gas  Emissions  Reporting  (O.Reg  452/09) 


Note:  Due  to  the  secure  nature  of  our  system,  the  use  of  your  browser's  [Bookmarks/Favorites],  [Back]  button 
and  [Refresh/Reload]  buttons  are  not  supported. 

Note:  You  will  be  automatically  logged  out  if  you  are  inactive  for  a  period  longer  than  20  minutes. 


Continue  » 


Select  Reporting  Period 


Ontario  GHG  reporting 

Administration 

[  Select  Reporting  Period    Select  Company    Facility  Reporting  Help 

Return  to  SecLire  Services    Log  Out 

Select  Reporting  Period 


To  begin  the  reporting  process,  you  are  requested  to  select  the  reporting  period  of  interest  to  you. 
Select  Reporting  Period 
Select  Reporting  Period  (Year) 


2010  V 


Continue 
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1^1 


of  Canada  Carada 


Canada 


WNERS 

Home 

Help 

Search 

canada.gc.ca 

2010  >  Select  Company 


Ontario  GHG  reporting 

Administration 

Select  Reporting  Period  n  Select  Company 

Facility  Reporting 

'  Help 

Return  to  Secure  Services  "log  OutJ 

Select  Company 


Once  you  select  a  company,  a  list  of  facilities  that  you  are  able  to  view  or  edit  will  be  displayed  on  the  following 
screen. 


-  Company  List 


Select  a  single  company  from  the  list  below  and  then  press  'Continue',  Press     Help'  for  more  information,  If  the 
company  you  wish  to  report  on  is  not  displayed,  return  to  Secure  Services  to  request  access  to  the  Ontaho  GHG 
reporting  program  for  the  company  and  its  facilities. 


Company 


Prov 


City 


Address  Linel 


® 


ONGHG  Testing  2010 


Ontario 


Toronto 


123  Queen  Street 


Back 


Continue 
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Franca  is 


2010  >  SelGct  Company 


Ontario  GHG  reporting 
Seled  Reporting  Period    Select  Company    Facility  Reporting 


Help 


Select  Company 


Search 


canada.gc.ca 


Administration 
Return  to  Secure  Services    Log  Out~| 


The  Company  List  shows  the  company  or  companies  you've  been  granted  permission  to  view  and/or 
report  on  by  your  Organization  Administrator  or  Facility  Administrator.  You  may  only  report  for  one 
company  at  a  time. 


If  changes  or  corrections  are  required  to  a  company's  information,  you  may  edit  this  information  in 
Secure  Services  by  clicking  Return  to  Secure  Services  in  the  menu  under  Administration  (NOTE: 
Clicking  on  the  Return  to  Secure  Services  link  will  take  you  out  of  OWNERS.  Once  in  Secure  Services, 
click  Organizations  in  the  left-hand  menu  to  retrieve  the  list  of  organizations  (companies)  you  have 
access  to.  Please  note  that  if  you've  been  granted  "read  only"  access  by  your  Organization  Facilitator 
or  Facility  Administrator,  you'll  be  unable  to  modif/  the  company  information). 


Once  you  select  a  company,  a  list  of  facilities  that  you  are  able  to  view  or  edit  will  be  displayed  on  the  following 
screen. 


Company  Lrst 


Select  a  single  company  from  the  list  below  and  then  press  'Continue'.  Press  '?  Help'  for  more  information.  If  the 
company  you  wish  to  report  on  is  not  displayed,  return  to  Secure  Services  to  request  access  to  the  Ontario  GHG 
reporting  program  for  the  company  and  its  facilities. 


Company 


Prov 


City 


Address  Linel 


O  ONGHG  Testing  2010 


Ontario 


Toronto 


123  Queen  Street 


Back 


Continue 
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2Q10  >  ONGHG  Testing  201U  >  Facility  Reporting 


Ontario  GHG  reporting 

Administration 

5s!k± Reporting  Period  „  Select  Company  , 

1  Facifity  Reporting 

1  Heip 

Return  to  Secure  Services  , 

1  Log  Out  , 

Facility  Reporting 

The  list  below  contains  the  facilities  you  have  access  to  under  the  selected  company.  A  set  of  actions  is 
available  for  each  facility.  The  available  actions  change  depending  on  the  report  status.  Select  the  facility  to 
report  on  using  the  selection  button,  choose  an  action,  and  click  Continue  to  proceed.  If  a  facility  is  missing 
the  list,  return  to  Secure  Services  to  add  it  or  request  access  to  report  to  Ontario  GHG  reporting  for  it.  Click  ^^^^ 
'Help'  above  for  more  information. 

-  Company  

ONGHG  Testing  2010  (ONGHG_ORG_ADMIN) 
123  Queen  Street  Toronto(Ontario) 

-  Facility  List  

Facility  Report  Status  Action(s)  


o 


ONGHG  Facility  1 

123  Queen  Street  Toronto(Ontario) 
N/A 


O   ONGHG  Facility  3 

125  Resources  Road  Toronto  (Ontario) 

Complete  (2/2) 


O    EC  Testing  1 

100  Wellington  Street  Ottawa(Ontario) 

Submitted  (4-19-2011) 


Back 


Submit 


Edit 
Delete 


View 


Update 

Upload  Verification 


Continue 


1^1    Qwammert  Gouvemernent 

■  ~  ■    of  Canac^a     du  Carai^a  V^dl  Ld,Ud. 


WNERS 

ww.ec.gc.ca 

Fran^ais 

2010  >  QNGHG  Testing  2010  >  EC  Testing  2  >  Select  tine  Guideline 


Ontario  GHG  reporting 

Administration 

Select  Reporting  Period    Select  Company    Facility  Reporting 

Help 

Return  to  Secure  Services    Log  Out 

SeJect  the  GuideJine 


Select  the  edition  of  the  Ontario  Ministry  of  the  Environment's  Guidefine  for  GrBenhouse  G3S 
Emissions  Reporting  to  use  for  this  report 

Guidelines  


Guideline  December  2009  v 

Guideline  December  2009 

Bac 

■■ 
■■ 

Guideline  December  201 0 

Continue 


■  71    of  Canada     du  Canada 

Canada 

WTVERS 

Fran^ais              Home                 Contart  Ue  - 

1  Urvin 

— 1  Search 

canada.gc.ca 

2010  >  ONGHG  Testing  2010  >  EC  Testing  2     Guideline  December  2010 

Ontario  GHG  reporting 


Administration 


[Reject  Reporting  Period    Select  Company    Facility  Reporting    Help  |  Return  to  Secure  Services    Log  Out 


Select  the  Facility  Contacts 

Please  assign  the  appropriate  contact  under  each  category  below. 
Technical  Contact: 


Tester  3 

Certifying  Official: 


Tester  3 


Company  Coordinator  (optional): 


Public  Contact  (optional): 


Contractor  Contact  (optional): 


Back 


Save  Continue 


1^1  G(jvernmert  Gouverrement  ^*^wt^j4'A' 
■  ~  ■    of  Canada     du  Canada  Kjdl  IdUd. 


2010  >  ONGHG  Testing  2010  >  EC  Testing  2  >  Guideline  December  2010 


Ontario  GHG  reporting 

Administration 

[^elect  Reporting  Period 

Select  Company 

Facility  Reporting 

Help 

Return  to  Secure  Services 

Log  Out 

'4^ 

Information  Saved 


Select  the  Facility  Contacts 

Please  assign  the  appropriate  contact  under  each  category  below. 
Technical  Contact: 
Tester  3 


Gcvernmert   Gouverremsnt  ^^w^^A*'^ 
■  T  ■    of  Canada        Canada  ^^rtnaud 


WSm 

VINERS 

w.ec.gc.ca   ^_ 

Fran^sis 

Home 

Contact  Us 

Help 

Search 

Canada. gc.ca 

2010  >  QNGHG  Testing  2010  >  EC  Testing  2  >  Guideline  December  2010 


Ontario  GHG  reporting 

Administration 

Select  Reporting  Period    Select  Company 

Facility  Reporting 

Help 

Return  to  Secure  Services    Log  Out 

Identify  GHG  sources  and  quantification  methodologies 


Although  the  version  of  the  Ontario  Guideline  for  Greenhouse  Gas  Emissions  Reporting  dated  December  2010  (PIBS 
^t8024e)  has  superseded  the  version  of  the  guideline  dated  December  2009  (PIBS  ^^ysoggj^  pursuant  to  s.4(6)(b) 
of  O.Reg  4S2/09,  the  Director  has  consented  to  the  use  of  the  standard  quantification  methods  set  out  in  the 
December  2009  version  of  the  Guideline  for  the  reporting  of  2010  emissions  data  for  those  persons  that  are 
unable  to  quantify  CO^e  in  accordance  with  the  standard  quantification  method  set  out  in  the  December  2010 

version  of  the  Guideline. 

Those  persons  electing  to  use  the  quantification  methods  set  out  in  the  December  2009  version  of  the  guideline 
may  enter  the  data  calculated  in  accordance  with  those  methods  in  OWNERS  as  of  April  19,  2011.  Those  persons 
electing  to  use  the  standard  quantification  methods  set  out  in  the  December  2010  version  of  the  Guideline  will  be 
able  to  enter  the  data  calculated  in  accordance  with  those  methods  in  OWNERS  when  the  screens  are  available. 


Source 

Adipic  Acid  Manufacturing 


Carbonates  Use  (EPA  Method) 


Quantification  Methodologies 


0 
□ 
0 


BAQM 

De  Minimis 

SQM 


□  BAQM 

0  De  Minimis 

□  SQM 


Back 


Continue 


Differences  in  Source  Screens  between 
2009  and  2010  Guidelines 


oources 

unanges  to  ^iUiu  uuiaeiine  ocreens 
(vs.  2009  Guideline  Screens) 

All  EPA  sources  (\  e  Primarv  Aluminum  Manufacturlna  Ammonia 

/  111    1—  1     /  I             U  1  \J  \— '  \J    \  '  ■    '  ■    1      1  1 1  1  1  (^1  y    /  1 1  U  1  1  1  1 1  1  U  III    1  V  1  ^A,l  1  U  1       \J  LU  1  1 1  1  ^4  ^    /  11  1  1  1  1  1  \J  1  1  1 

Manufacturing,  Carbonate  Use,  Ferroalloy  Production,  Glass  Production,  HCFC- 
22  Production,  Nitric  Acid  Manufacturing,  Phosphoric  Acid  Manufacturing,  Soda 
Ash  Manufacturing) 

Sianificant  Chanae  —  new  screens 

Cement  Production 

Significant  Change  -  additional  aggregation 

Coal  Storage 

Minor  Change 

Electricity  Generation  and  Cogeneration 

Minor  Change 

General  Stationary  Combustion 

Minor  Change 

Iron  and  Steel  Manufacturing 

Significant  Change  -  additional  aggregation 

Lead  Production 

Minor  Change 

Lime  Manufacturing 

Minor  Change 

Petrochemical  Manufacturing 

Minor  Change 

Petroleum  Refineries 

Significant  Change  -  additional  aggregation 

Refinery  Fuel  Gas  Use  Within  a  Petroleum  Refinery 

Minor  Change 

Zinc  Production 

Minor  Change 

38 


Ontario 


Question  Period 


39 


Ontario 


Scenario  One: 
Reporting  for  General  Stationary  Combustion 
Using  Standard  Quantification  l\1ethod 


40 


Ontario 


2010  >  ONGHG  Testing  2010  >  EC  Testing  2  >  Guideline  December  2010 


Ontario  GHG  reporting 

Administration 

Select  Reporting  Period    Select  Company 

Facility  Reporting  Help 

Return  to  Secure  Services    Log  Out  J 

Identify  GHG  sources  and  quantification  methodologies 


Although  the  version  of  the  Ontario  Guideline  for  Greenhouse  Gas  Emissions  Reporting  dated  December  2010  (PIBS 
^8024e)  has  superseded  the  version  of  the  guideline  dated  December  2009  (PIBS  ^7308e),  pursuant  to  s,4(6)(b) 
of  O.Reg  452/09,  the  Director  has  consented  to  the  use  of  the  standard  quantification  methods  set  out  in  the 
December  2009  version  of  the  Guideline  for  the  reporting  of  2010  emissions  data  for  those  persons  that  are 
unable  to  quantify  CO^e  in  accordance  with  the  standard  quantification  method  set  out  in  the  December  2010 

version  of  the  Guideline, 

Those  persons  electing  to  use  the  quantification  methods  set  out  in  the  December  2009  version  of  the  guideline 
may  enter  the  data  calculated  in  accordance  with  those  methods  in  OWNERS  as  of  April  19,  2011,  Those  persons 
electing  to  use  the  standard  quantification  methods  set  out  in  the  December  2010  version  of  the  Guideline  will  be 
able  to  enter  the  data  calculated  in  accordance  with  those  methods  in  OWNERS  when  the  screens  are  available. 


Source 


General  Stationary  Combustion 


Quantification  Metliodologies 


□  BAQM 

□  De  Minimis 


B  5QM 


ww.ec.gc.ca 

Fran^ai^  Home 

Contact  Us 

Help 

Search 

Canada. gcca 

ZOlO  >  QNGHG  Testing  2010  >  EC  Testing  2  >  Guideline  December  2010 


Ontario  GHG  reporting 

Administration 

Select  Reporting  Period  ||  Select  Company    Facility  Reporting 

Help] 

Return  to  Secure  Services    Log  Out 

Section  A  -  GHG  Emissions  (ON) 

For  detailed  instructions,  please  click  on  the  Help  button  above. 


Source:  General  Stationary  Combustion 


Fuel  combustion 


Annual  amount  of  steam  generated  from  all  units  that  burn  biomass  fuels  or  municipal  solid  waste  (Kg): 


Fuel  Type 


Annual 
Amount 

Consumed  Units 


Fuel  Fuel 
Classification  Description 


Add  New 


Summation  of  COj  emissions  for  this  Source  Type 


CO^  from  non-biomass 


CO^  from  biomass 


Site  Specific  Emission  Factors 


Site  Specific  Emission 
Factor  Description 


Emission  Factor 


Unit 


(tCO^e) 


Add  New 
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Back 


Save 


Continue 


GSC  -  SQM  Main  Screen 


2Q10  >  ONGHG  Testing  2Q10  >  EC  Testing  2  >  Guideline  December  2010 


Ontario  GHG  reporting 

Administration 

Select  Reporting  Period,  | 

1  Select  Company 

...             .  1 
Facility  Reporting 

'  Help 

Return  to  Secure  Services 

Log  OiA 

Section  A  -  GHG  Emissions  (ON) 

For  detailed  instructions,  please  click  on  the  Help  button  above. 
Source:  General  Stationary  Combustion 


-  Fuel  combustion   

Annual  amount  of  steam  generated  from  all  units  that  burn  biomass  fuels  or  municipal  solid  waste  (Kg): 


Annual 


Fuel  Type 

Amount 

Consumed  Units 

Fuel  Fuel 
Classification  Description 

Add  New 
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GSC  -  SQM  Screen  -  Add  Fuel  Type  "Child  Screen" 

Section  A  -  GHG  Emissions  (ON) 


Fuel  Type 


Annual  Amount  Consumed  Units 


GHG 

N/A 

CO^ 

□ 

GHG 

N/A 

CH4 

□ 

GHG 

N/A 

□ 

Emissions  (t)      Emissions  (tCOje) 


Emissions  (t)      Emissions  (tCO^e) 


0 


Emissions  (t)      Emissions  (tCO^e) 


0 


rf  you  selected  'Other'  for  Fuel  Type,  please  provide  the  fuel  classification  and  a  description  of  the  fuel. 
Fuel  Classification  Fuel  Description 


Annual  weighted  average  carbon  content  Annual  weighted  average  high  heating  value 
(tonnes  of  carbon  per  fuel  base  unit) 


Save  and  return 


GSC  -  SQM  Screen  -  Add  Fuel  Type  "Child  Screen"  Continued 


Fuel  Type 


Annual  Amount  Consumed  Units 


Coal  Coke 
Coal-Anthracite 
Coal-Bituminous 
Diesel 

Distillate  Fuel  Oil  [#1,2&4) 
Landfill  Gas 
Light  Fuel  Oil 


Natural 


Gas 


Other 


Residual  Fuel  Oil  (#5  &  6) 

Spent  Pulping  Liquor  (Env.  Canada) 

Spent  Pulping  Liquor  (US  EPA) 

Wood  Waste  (Env  Canada) 

Wood  Waste  (US  EPA)  


Bone  Dr./  Tonnes 
Kilolitres 
Sm^3 
Tonnes 


If  you  selected  'Other'  for  Fuel  Type,  please  provide  the  fuel  classification  and  a  descnption  of  the  fuel. 
I  Fuel  Classification  |  |  Fuel  Descnption"| 


Biomass 
Non-Biomass 


45 


GSC  -  SQM  Screen  -  Add  Fuel  Type  "Child  Screen"  Continued 

Emissions  (t)      Emissions  (tCOje) 


CO2  □ 


GHG 


GHG 


Methodology 

V 

ON.23(a)  def 

ON.23(bK1)  HHV 

ON.23(bK2)  Steam 

ON.23(cK1)  CC 

ON.23(cK2l  Steam 

ON.23(cK3i  CC 

ON.23(cK4)  CC 

ON.23(dLCEMS 

Other 

N/A  Methodology 
□ 


N/A  Methodology 
□ 


ON.24(a)  def 

ON.24(b)  HHV 

ON.24(c)  EF 

ON.24(d)  HI 

ON.24(e)  MIX 

ON.24(f}  Source  EF 

Other 

V 

ON.24(a}  def 

0N.24[b)  HHV 

ON.24[c)  EF 

ON.24(d)  HI 

ON.24(e)  MIX 

ON.24(f)_Source  EF 

Other 

Emissions  (t)      Emissions  (tCO^e) 


0 


Emissions  (t)      Emissions  (tCO^e) 


GSC  -  SQM  Screen  -  Add  Fuel  Type  "Child  Screen"  Continued 

Section  A  -  GHG  Emissions  (ON) 


Fuel  Type 


Annual  Amount  Consumed  Units 


Diesel 


100 


Kilolitres 


GHG 

N/A 

Methodology 

Emissions  (t) 

Emissions  (tC02e) 

CO^ 

□ 

ON.23(cK1)_CC 

V 

2000 

0 

GHG 

N/A 

Methodology 

Emissions  (t) 

Emissions  (tCO^e) 

CH^ 

0 

0 

GHG 

N/A 

Methodology 

Emissions  (t) 

Emissions  (tCO^e) 

0 

0 

If  you  selected  'Other'  for  Fuel  Type,  please  provide  the  fuel  classification  and  a  deschption  of  the  fuel. 
Fuel  Classification  Fuel  Description 


Non-Biomass  v 


Annual  weighted  average  carbon  content  Annual  weighted  average  high  heating  value 
(tonnes  of  carbon  per  fuel  base  unit) 


Save  and  return 


Cancel 
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GSC  -  SQM  Main  Screen 

Section  A  -  GHG  Emissions  (ON) 

For  detailed  instructions,  please  click  on  the  Help  button  above, 

Source:  General  Stationary  Combustion 

-  Fuel  combustion   

Annual  amount  of  steam  generated  from  all  units  that  burn  biomass  fuels  or  municipal  solid  waste  (Kg): 


Annual 

Amount  Fuel  Fuel  I  

Fuel  Type  Consumed      Units  Classification  Description  |  Add  New 


Diesel 

100,0000  Kilolitres 

Non-Biomass 

jEdit  delete 

Annual  weighted  average  carbon  content 
(tonnes  of  carbon  per  fuel  base  unit): 

B.OOOO 

Annual  weighted  average  high  heating  value: 

5.0000 

GHG 

N/A  Methodology 

Emissions  (t) 

Emissions  (tCOje) 

CO2 

False  ON.23(c)(l)_CC 

2000.0000 

2000.0000 

CH4 

True 

0 

True 

0 

48 


GSC  -  SQM  Main  Screen 


Fuel  Type 


Annual 

Amount 

Consumed 


Units 


Fuel  Fuel 
Classification  Description 


Add  New 


Diesel  100.0000  Kilolitres 

Annual  weighted  average  carbon  content 
(tonnes  of  carbon  per  fuel  base  unit): 
Annual  weighted  average  high  heating  value: 

GNG     N/A  Methodology 


Non-Biomass 


S.OOOO 
S.OOOO 

Emissions  (t) 


Summation  of  CO2  emissions  for 


False  ON.23(c)(l)_CC 
True 
True 


CO^  from  non-biomass 


2000.0000 


Source  Type 


CO^  from  biomass 


Edit  delete 


Emissions  (tC02e) 


2000,0000 
0 

o 


(tCO^e) 
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GSC  -  SQM  Main  Screen 


site  Specific  Emission  Factors 


Site  Specific  Emission 
Factor  Description 


Emission  Factor 


Unit 


Add  New 


Back 


Save 


Continue 


Section  A  -  GHG  Emissions  (ON) 

site  Specific  Emission  Factor  Description 


Carbonate  1 


Emission  Factor 


0.4773 


Unit 


tonnes  C02Aonne  Carbon 


Save  and  return 


Cancel 


GSC  -  SQM  Site  Emissions 
Factor  "Child  Screen" 


GSC  -  SQIVl  IVIain  Screen 


site  Specific  Emission 
Factor  Description 

Emission  Factor 

Unit 

Add  New 

tonnes 

Carbonate  1 

0.4773 

C02/ tonne 

Edit  delete 

Carbonate  1 

50  Back 


Save  Continue 


Back 

Save 

Continue 

Don't  forget  to  select  "Save" 


Information  Saved 


A 

•  The  value  "  for  Methodology  is  invalid,  please  correct  value 

•  The  value  "  for  Emissions  (t)  is  invalid,  please  correct  value 


51 


Question  Period 


52 


Ontario 


Completing  and 
Submitting  a  Report 
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l'^  Ontario 


I  ^  I     Government  Gcuvernement 


of  Canada     du  Carada 


Canada 


Fran^ais 

Home 

Help 

Searclii 

Canada. gc.ca 

2010  >  ONGHG  Testina  2010  >  EC  Testina  2  >  Guideline  December  2010 

Ontario  GHG  reporting 


Select  Reporting  Peri:od  ,,  Select  Company  ^  Facility  Reporting  Help 


Administration 
[Return  to  Secure  Services  ^  Log  Out 


Section  A  -  GHG  Emissions  at  Facility  Level 

COj  captured  (including  used,  transferred  or  stored)  (s.&  #lt>) 
Captured 
GHG    N/A    Emissions  ft) 


CO2  □ 


Provide  explanation  on  how  the  estimated  total  was  determined  and  how  the  carbon 
dioxide  may  have  been  used,  transferred  or  stored. 


Back 


Save 


Continue 


1^1  Government  Gouvernement  /^-^n^Jj'A' 
■  ~  ■    of  Canada     du  Canacia  ^d.naU<l 


2010  >  ONGHG  Testing  2010  >  EC  Testing  2  >  Guideline  December  2010 


Ontario  GHG  reporting 

Administration 

Select  Reporting  Period    Select  Company 

Facility  Reporting 

Help 

Return  to  Secure  Services 

Log  OuT] 

Section  B  -  Total  GHG  Emissions  at  Facility  Level 


Summary  of  reported  facility  emissions,  by  source  (O.  Reg.  452/09  s.6.12) 

Emissions 


CAS  Number   GHG  Emissions  (t)  (tCO^e) 

General  Stationary  Combustion  (Guideline  December  2010  -  SQM) 


74-82-8 

CH^ 

(methane) 

0,0000 

0.0000 

10024-97-2 

N^O 

(Nitrous  oxides) 

0.0000 

0.0000 

124-38-9 

CO  2 

from  non-biomass 

2000.0000 

2000.0000 

124-38-9 

CO  2 

from  biomass 

0.0000 

0.0000 

Section  B  -  Total  GHG  Emissions  at  Facility  Level 


Summary  of  reported  facility  emissions,  by  GHG: 


124-38-9 

Carbon  dioxide  (CO^)  from  non- 
biomass 

2000,0000 

2000,0000 

124-38-9 

Carbon  dioxide  (CO^)  from  biomass 

0.0000 

0.0000 

74-82-8 

Methane  (CH4) 

0,0000 

0,0000 

10024-97-2 

Nitrous  oxide  (N^O) 

0.0000 

0.0000 

2251-62-4 

Sulphur  hexafluoride  (SF6) 

0 

0 

Hydrofluorocarbons  (MFCs) 

0 

Perfluorocarbons  (PRCs) 

0 

Total  GHG  Emissions  for  the  Facility: 


Total  CO^e  from  all  sources,  rounded  up  to  the  nearest  tonne  (0, 

2000 

Reg.  452/09  s.6.8) 

Total  CO2  Captured  (0.  Reg.  452/09  s.6.10) 

0 

Total  CO2  from  combustion  of  biomass  (0.  Reg.  452/09  s.6.11) 

0.0000 

Total  C02e  excluding  CO2  captured  and  CO^  from  biomass  (0.  Reg. 

2000.0000 

452/09  s.6.9) 

Total  CO^e  De  Minimis  from  all  sources  (0.  Reg.  452/09  s.4(3)) 

0 

Back 


Continue 


1^1  Governmert  Gouverrement  f^^wf^A*-^ 
■  ~1    of  Canada        Carada  ^^mld.Udl 


Frangais              Home                  Contact  Us  Help 

2010  >  ONGHG  Testina  2010  >  EC  Testinq  2  >  Guideline  December  2010 

Ontario  GHG  reporting 

Administration 

Select  Reporting  Period    Select  Company    Facility  Reporting  Help 

r 

i_Return  to  Secure  Services 

Log  Out] 

Section  E  -  Comments 


This  section  is  optional. 

•  Enter  any  comments  you  wish  to  include  related  to  the  information  you  have  reported. 

•  Comments  provided  are  not  published. 

•  You  may  provide  additional  comments  related  to  the  reported  GHG  emissions  data  to  better  explain 
your  information,  (e.g.  justification  of  any  large  changes  in  emissions  from  the  previous  year.) 

•  Enter  your  company  or  facility  website  if  you  wish  to  provide  more  information,  (e.g.  contextual 
information  on  environmental  activities,  etc.) 

Comments:  (max  4000  characters) 


 ^ 

Website: 


Save 

Done 

1^1  CfTv-ernm^nt  {^Quverrement 
■  t|    of  Canada     du  Carada 


Canada 


>WNERS 

ww.ec.gc.ca 

Fran^ais 

Home 

Contact  Us 

Help 

Search 

Canada. gc.ca 

2010  >  QNGHG  Testing  2010  >  Facility  Reporting 


Ontario  GHG  reporting 

Administration 

[select  Reportingi  Period 

Select  Company    Facility  Reporting  ^  Help 

Return  to  Secure  Services 

Log  Out] 

Facility  Reporting 

The  list  below  contains  the  facilities  you  have  access  to  under  the  selected  company.  A  set  of  actions  is 
available  for  each  facility,  The  available  actions  change  depending  on  the  report  status,  Select  the  facility  to 
report  on  using  the  selection  button,  choose  an  action,  and  click  Continue  to  proceed.  If  a  facility  is  missing 
the  list,  return  to  Secure  Services  to  add  it  or  request  access  to  report  to  Ontario  GHG  reporting  for  it.  Click 
'Help'  above  for  more  information, 

-  Company  

ONGHG  Testing  2010  (OrJGHG_ORG_ADMIN) 
123  Queen  Street  Toronto(Ontario) 


from 


-  Facility  List 

Facility 


Report  Status 


Action(s) 


O    ONGHG  Facility  3 

125  Resources  Road  Toronto(Ontario) 


Complete  (2/2) 

Submit 

Priit 

r 

n 

Delete 

Back 


Continue 


or  Canada     du  Canada 


IS 


WNEK 


ec.gc.ca 


Fran^ais 


Home 


Help 


2010  >  ONGHG  Testing  2010  >  QNGHG  Facility  3  >  Select  the  Guideline 

Ontario  GHG  reporting 


Sele<±  Reporting  Period    Select  Company    Facility  Reporting  Help] 


Canada 


Search 


Canada. gc.ca 


Administration 


Return  to  Secure  Services 


Log  Out 


Tombstone  Information  is  Incomplete 

The  minimum  tombstone  data  elements  required  to  submit  a  report  under  O.  Reg,  452/09  have  not  been  provided. 
Please  return  to  Secure  Services  to  update  the  fields  noted  below  before  submitting  the  report. 


Missing  or  Invalid  Data  Elements  for  Contacts 

Loraine  Chan 


The  value  '  '  for  Telephone  is  invalid,  please  correct  value 
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2010  >  ONGHG  Testing  2010  >  EC  Testing  2  >  Guideline  December  2010 


Ontario  GHG  reporting 

Administration 

1  Select  Reporting  Period 

Select  Company 

Facility  Reporting  Help 

1  Return  to  Secure  Services    Log  Out  | 

Report  Submission  and  Electronic  Certification 


-  Electronic  Statement  of  Certification   

I  hereby  certify  that  I  have  exercised  due  diligence  to  ensure  that  the  submitted  information  is  true  and 
complete.  The  report  has  been  prepared  in  accordance  with  O.  Reg.  4S2/09  and  methods  set  out  in  the  Guideline 
and  the  statements  and  information  contained  in  the  report  are  true  and  fair  to  the  best  of  my  knowledge. 

I  have  the  authority  to  bind  the  reporting  company. 

Note:  Only  the  person  identified  as  the  Certifying  Official  or  the  authorized  delegate  should  submit  the  report(B) 
identified  below. 

Reporting  Period  (Year)  _ 

2010 

Company   

ONGHG  Testing  2010 

123  Queen  Street  Toronto(Ontario) 
Facility   


EC  Testing  2 


Electronic  Statement  of  Certification 

Facility 

EC  Testing  2 

5  Testing  Way  Toronto(Ontario) 

Certifying  Officio!   

Tester  3 


0 


I  hereby  certify  tinat: 

I  Inave  examined  tinese  emission  reports,  The  report  has  been  prepared  in  accordance  with  the  O. 
Reg.  4S2/09  and  methods  set  out  in  the  Guideline  and  the  statements  and  information  contained  in 
the  report  are  true  and  fair  to  the  best  of  my  knowledge, 

Note:  If  there  is  a  change  in  the  contact  information  for  the  facility,  a  change  in  the  owner  or  operator  of 
the  facility,  or  if  information  submitted  for  any  previous  year  was  mistaken  or  inaccurate,  please  update  this 
information  through  OWNERS  II  or  by  contacting  the  GHG  Emissions  Reporting  Program, 


Submit 


Ontario  GHG  reporting 

Administration 

[seleHZt  Reporting  Period  ,  Select  Company 

Facility  Reporting  Help 

[  Return  to  Secure  Services 

Log  Out  ^ 

Confirmation  of  Submission 

Thank  you  for  submitting  your  greenhouse  gas  emission  report  to  the  Ontano  Ministry  of  the  Environment  through 
the  Owners  system.  Your  report  has  been  received. 

Click  Done  to  return  to  the  Facility  Reporting  screen  to  work  on  another  report,  or  to  Log  Out, 


Reporting  to  the  Provincial  and  Federal 

GHG  Programs 


•  If  you  have  an  obligation  to  report  greenhouse  gas  emissions  to 
Environment  Canada  (EC)  and  the  Ministry  of  the  Environment  (MOE)  for 
this  facility,  you  will  be  able  to  preload  applicable  data  where  possible  from 
the  Ontario  MOE  report  (if  using  the  2009  guideline  screens)  into  an  EC 
report. 

•  The  Ontario  MOE  report  must  be  successfully  submitted  first  in  order  to  use 
the  data  pre-population  feature  when  filling  out  your  EC  report  for  the  same 


In  your  EC  report,  please  ensure  that  you  review  and  modify,  where 
appropriate,  the  preloaded  information  to  ensure  it  meets  your  reporting 
obligation  to  EC  (in  a  few  instances,  reporting  requirements  differ  slightly). 

•    Note,  the  pre-population  feature  is  not  available  if  you  choose  to  use  the 
201 0  guideline  for  reporting  your  values  to  Ontario  MOE.  If  you  are  using 
the  2010  guideline  you  will  have  to  enter  information  into  Ontario's  GHG 
module  and  EC's  GHG  module  separately  in  OWNERS. 


facility. 
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l'^  Ontario 


Question  Period 
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l'^  Ontario 


Amendments  to  Greenhouse 
Gas  Emissions  Reporting 
Regulation  (in  2010) 


Greenhouse  Gas  Reporting  Regulation 


October  7,  2009:  Draft  Greenhouse  Gas  Emissions  Reporting  Regulation  and 
Guideline  posted  to  the  Environmental  Registry  for  30  day  public  review  and 
comment  period  ending  November  6,  2009 

December  2009:  Greenhouse  Gas  Emissions  Reporting  Regulation  452/09  filed 

September  8,  2010:  Release  of  Western  Climate  Initiative  (WCI)  proposed  Canadian 
reporting  requirements  "Harmonization  of  Essential  Requirements  for  Mandatory 
Reporting  in  Canadian  Jurisdictions" 

.    September  1 0,  201 0:  Proposed  Amendments  to  O.Reg.  452/09 

EBR  Registry  Number:  01 1  -0209 
Deadline  for  comment:  October  25,  201 0 

December  13,  2010:  Final  amendment  to  O.Reg.  452/09  filed.  Reg.  came  into  force 
January  1,  2011 

EBR  Registry  Number:  01 1  -0209 

http://www.ebr.qov.on.ca/ERS-WEB- 

External/displaynoticecontent.do?noticeld=MTEwMDQ2&statusld=MTY3MDMy&languaqe=en 
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l'^  Ontario 


Overview  of  the  Regulation 


•  The  Greenhouse  Gas  (GHG)  Reporting  regulation 
requires: 

•  Reporting  by  all  facilities  that  are  emitting  25,000  tonnes  of  carbon 
dioxide  equivalent  (C02e)  or  more  per  year  from  the  sources  in  s.2  of 
the  Regulation  (e.g.  Copper  Production,  General  Stationary 
Combustion,  etc); 

•  Flexibility  to  use  the  best  alternative  quantification  methods  for  201 0 
emissions,  to  be  reported  in  201 1 ; 

•  Mandatory  use  of  identified  standard  quantification  methods  (SQM) 
starting  with  201 1  emissions; 

•  Reporting  of  201 0  emissions  in  201 1 ,  and  annual  reporting  thereafter 

•  3rd  party  verification  of  201 1  emissions,  and  annually  thereafter 


•  Any  facility  that  emits  below  25,000  tonnes  of  C02e  or 
more  per  year  may  voluntarily  report 


-    First  annual  verification  statement  due  by  Sept.  1 ,  201 2 
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Regulation  Amendments  (2010) 


•  The  January  1 ,  201 1  regulation  amendments 
include: 

•  Removed  the  15,000  tonnes  limit  on  deductions  of  C02  from 
biomass  combustion  emissions  for  the  determination  of  the 
25,000  tonne  reporting  threshold 

•  Verifier  submits  adverse  verification  statements  to  client  only 

•  Added  nitrogen  trifluoride  to  the  list  of  reported  GHGs 

•  Allow  Ministry  to  request  information  on  historical  emissions 

•  Adopt  the  latest  WCI  quantification  methods  into  the  Ontario 
guideline 
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l'^  Ontario 


Guideline  Amendments  (2010) 


•  Guideline  for  Greenhouse  Gas  Emissions  Reporting  (December 
2010) 

•  Revised  guideline,  PIBS  8024e,  available  at 

http://www.ene.qov. on. ca/stdprodconsume/qroups/lr/@ene/@resources/documents/resource/stdprod  081641  .pdf 

•  December  2010  guideline  supersedes  the  December  2009  guideline  (PIBS  7308e) 

•  Standard  Quantification  Method  (SQM) 

•  Guideline  contains  the  SQM  which  can  be  used  for  calculating  the  2010  emissions 

•  Facilities  using  the  SQM  for  201 0  must  use  the  one  that  is  in  the  December  201 0 
Guideline. 

•  SQM  must  be  used  for  calculating  emissions  in  201 1  and  thereafter. 

•  Best  Alternative  Quantification  Method  (BAQM) 

•  Section  4(6)  of  O.Reg.  452/09  allows  a  person  to  use: 

-  one  of  the  BAQM  set  out  in  the  Guideline;  or 

-  Other  quantification  method  as  may  be  consented  to  by  the  Director  in  writing 

•  Other  quantification  methods  could  be  based  on  the  SQM  in  the  December  2009 
guideline  (with  consent  by  the  Director) 
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l'^  Ontario 


Regulation  Amendments  (2010) 


Remove  the  15,000  tonnes  limit  on  deductions  for 
biomass  combustion  emissions  (s,5) 

•  Previous  Requirements 

•  Facilities  that  generated  more  than  25,000  tonnes  of  C02e  per  year  are 
required  to  report 

•  For  threshold  purposes,  up  to  1 5,000  tonnes  of  C02  emissions  from 
biomass  could  be  deducted 

•  Amended  Requirements 

•  Deduct  all  of  the  CO2  from  the  combustion  of  biomass  for  the  purpose  of 
determining  if  a  facility  emits  25,000  tonnes  of  more  of  C02e. 

•  Would  exempt  some  facilities  that  use  mostly  biomass  from  mandatory 
reporting  and  third  party  verification. 

•  Changes  apply  to  reporting  of  2010  emissions  (i.e.  a  Person  can  deduct  all 
 biomass  emissions  in  evaluating  against  the  threshold)  
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Ontario 


Regulation  Amendments  (2010) 


Verifier  submits  adverse  verification  statements  to  their  client  only 


•  Previous  Requirements 

•  Verifier  (Accredited  Verification  Body)  to  provide  written  notice  to  client  of  potential 
adverse  verification  statement  (s.  1 1  (1)(b)) 

•  The  responsible  Person  (e.g.,  owner,  operator)  has  7  days  to  request  Director 
review  of  potential  adverse  verification  statement  (s.  1 1  (3)) 

•  If  Person  fails  to  make  request  to  the  Director  within  7  days  and  does  not  submit  a 
revised  emission  report,  the  Verifier  shall  prepare  an  adverse  verification  statement 
and  submit  it  to  the  Person  and  the  Director  on  or  before  August  24th  (s.1 1  (6)) 

•  Amended  Requirements 

•  If  Person  fails  to  make  a  request  to  the  Director  within  7  days  and  does  not  submit  a 
revised  emission  report,  the  Verifier  shall  prepare  an  adverse  verification  statement 
and  submit  it  to  the  Person  (s.1 1  (6)) 

•  Verifier  is  only  required  to  submit  an  adverse  verification  statement  to  the  Person 
rather  than  also  to  the  Director 

•  Address  potential  verifier  concerns  over  verifier-client  relationships. 


(SJI} 
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Regulation  Amendments  (2010) 


Allow  Ministry  to  request  information  on  historical  emissions 
reports  (s.5.1(1)) 

•  Director  may  request 

•  Copies  of  submissions  made  to  the  Federal  government  under  s.46  or  71 
of  CEPA 

•  Historical  emissions  that  are  quantified  with: 

-  information  that  is  either  in  custody,  control  or  can  be  reasonably  obtained 

-  Use  the  standard  quantification  methods  (SQM)  if  possible 

-  Otherwise,  use  best  alternative  quantification  method  or  a  method  accepted  by 
the  Director 

•  Ministry  needs  data  to  better  design  cap  and  trade  system 

•  Data  already  submitted  to  federal  government,  little  additional  burden 
to  comply 

•  Any  additional  request  limited  to  what  industry  can  reasonably  do 
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l'^  Ontario 


Guideline  Amendments 


General  Changes 

•  Request  for  Director  approval  of  equivalent  reference  methods 
(e.g.,  ASTM  methods)  not  offered  by  suppliers  in  Ontario 

•  Standard  conditions  revised  to  1 5-C  and  101 .325  kPa 


Guideline  Amendments 


General  Stationary  Combustion  (GSC)  ON.20  -  New  changes 

•  Flexibility  to: 

•  Use  flows  at  operating  temperatures  and  pressures  in  tine  equations 

•  Use  mass  flow  or  volumetric  flow  meters 

•  Most  bionnass  and  liquid  fuels  can  use  Method  1  (based  on  EF) 

•  Large  connbustion  units  (>264  GJ/hour)  can  use  Method  2  (nneasured  HHV) 

.  CH4  and  N20  Calculations 

•  Emissions  only  for  fuels  listed  in  the  tables 

•  Flexibility  for  Person  to  report  fuels  not  listed  in  tables 

•  Flexibility  to  use  equipment  specific  emission  factors  from  USEPA  (AP-42) 

•  Clarified  Procedures  for  nnissing  data 

•  Note:  error  in  Table  20-2  and  20-5,  C02  ennission  factors  for  liquid  fuels  (in  units  of 


•  low  by  factor  of  1  million  (e.g.,  C02  emission  factor  should  be  2663  kg/kL  instead  of  0.002663 
kg/kL  for  diesel) 


kg/kL),  biomass 
C02/tonne  coa 
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Guideline  Amendments 


Electricity  Generation  ON.40  -  New  Changes 

•  Consistency  with  ON.20  (GSC) 

•  Natural  gas  and  Table  20-1  a  fuels  are  calculated  using  ON. 23 

•  Clarified  the  liquid  fuels  (not  in  Table  20-1  a)  that  are  to  be  calculated 
using  ON. 23 

•  Biomass  fuels  are  calculated  using  ON. 23 

•  Clarified  malfunctions  for  units  combusting  biomass 

•  MFCs  from  cooling  units 

•  Report  individual  MFCs 

•  MFCs  from  units  used  in  HVAC  not  to  be  reported 
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l'^  Ontario 


General  Stationary  Combustion  Fuels 

and  Methods 


Guideline 
Requirements 

Parameter 

Fuel  Type  and  Application  of  C02  IVIethod 

Natural 
gas 

Fuels  in 
Table  20-1  a 
(distillates, 
LPG,  etc.) 

Coal 

Solid 
biomass 

IVISW 

Other  fuels 
(e.g.,  liquid 
fuels,  gas 
derived  from 

TOSSII  TU6IS, 

biogas) 

Units  >250 
mmBTU/h 

Quantification 
IVIetliod 

lUlethiod  1 : 
Default 
emission 
factors 

yes 

yes 

no 

Yes 
(table 
20-2 
biomass) 

No 
(except  for 
units  without 
steam) 

no 

no 

(except  for 

Tahip  ?n-1p 

fuels  and 
biomass) 

lUlethod  2: 
HHV  testing 

yes 

yes 

no 

yes 
(steam 
and  EF) 

no 

no 

no 

(except  for  nat. 

gas,  Table  20- 
1a  fuels, 
biomass) 

lUlethod  3: 
Carbon 
content 
testing 

yes 

yes 

yes 

yes 

yes 
(steam  and 
efficiency 
testing) 

yes 

yes 

lUlethod  4: 
CEMs 

yes 

yes 

yes 

yes 

yes 

yes 

yes 
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Ontario 


Links  and  Contacts 


•  Final  Amendments  to  Greenhouse  Gas  Emissions  Reporting  Regulation 

.  EBR  Registry  Number:  01 1  -0209 

-  http://www.ebr.gov.on.ca/ERS-WEB- 
External/displavnoticecontent.do?noticeld=MTEwMDQ2&statusld=MTY3MDMv&lanquaqe=en 

•  Regulation  452/09 

-  http://www.e-laws.gov.on.ca/html/regs/english/elaws  regs  090452  e.htm 

•  Guideline  (December  2010) 

-  http://www.ene.gov.on.ca/environment/en/resources/STDPROD  081650.html 

•  Contact  for  questions  on  amendments: 

Eric  Loi,  Senior  Engineer 
Cap  and  Trade  Section 

Air  Policy  Instruments  and  Program  Design  Branch 

Ontario  Ministry  of  the  Environment 

Phone:  (416)  314-1700 

Fax:  (416)  314-4128 

eric.loi(g)ontario.ca 
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Thank  you  for  attending! 
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